the broader context of the future of nuclear electricity generation, including the minimization of security and safety risks—the assessment of which is beyond the scope of this report. Studies of that broader context should have as one important focus minimizing the risk of nuclear proliferation, and should consider nuclear systems as a whole, from the mining of uranium through to the disposal of waste; should consider feasible safeguarding methods as elements of development and design; and should take an international approach, realizing that other nations' approaches reflect their differing economic, political, technical, security, and geographic situations and perceptions.ion, with full public participation, in order to make a choice within a very few years.
